GAS STATION INFORMATION 


Auxiliary catch lever 

■ 

Trunk opener 

■ 

Fuel filler door 


P.400 


P.51 


P.85 



I Hood lock release lever ■ 

Fuel filler door opener 1 

■ Tire inflation pressure | 

P_ 400 

P.85 

P.527 


Fuel tank capacity 
(Reference) 

16.9 gal. (64 L ， 14.0 Imp. gal.) 

Fuel type 

P. 86,521 

Cold tire inflation 
pressure 

P.527 

Engine oil capacity 
(Drain and refill 
—— reference) 

Without filter 8.7(8.2,72) 

With filter 9.8(93,8.2) 

Engine oil type 

P.522 


584 


































